Experience the Refreshing Grape 
Coolaid Kado Bar - 10,000 Puffs 


Indulge in the tantalizing taste of summer with the Grape Coolaid Kado Bar - boasting an 
impressive 10,000 puffs of pure satisfaction. This innovative vape device offers a convenient 
and flavorful vaping experience, perfect for those on the go. 
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Intense Flavor, Long-lasting Enjoyment 
Savor the rich essence of ripe grapes with every inhale, accompanied by a cool and refreshing 


undertone. The Grape Coolaid Kado Bar 10000 puffs delivers a burst of fruity goodness that 
invigorates the senses, leaving you craving for more. 


Convenience at Your Fingertips 


Designed for simplicity, the Kado Bar requires no maintenance or refilling. Simply unbox, inhale, 
and enjoy. Its sleek and compact design makes it ideal for discreet vaping anytime, anywhere. 


Quality Assurance 


Rest assured, each Grape Coolaid Kado Bar is crafted with premium materials and undergoes 
rigorous testing to ensure safety and satisfaction. With a long-lasting battery and smooth airflow, 
it's the ultimate vaping companion. 


